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Thirty-six Pe-2s were stationed at the ihvoelfaxin • (F 40 / 

' A : > _ -T» 4 _ l jj 1 -r. t mt_ . , . . — — 


h 4 J) airfield on 1 Juno wnr. nnnii Mvin.* 
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and 

_ _ hcatlw 


fucll' tics (sic) were seen. 
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2. The field was occur ied by 34 i e-2s on 3 July !<}%. * Two 
planes of the same type, needing repair, were standing in 
front of a hangar. There was much flying. 
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|tne airfield is still believed 


to oe occupied oy a regmdnt of the 1st Gds Bmr ^iv. 
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